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DECLARATION OF CONFORMITY N°04072201 


Manufacturer: C.T.E. International S.r.l. 

Address: Via Sevardi, 7 - Zona Industriale Mancatale - 42010 Reggio Emilia 
Products name / model: DEN3513125 

Product Type: Wall adapter for double desktop slow charger CA441-2S 

Brand: ALAN 


This is to certify that above mentioned product complies with the provision of the Directive of the Council of 
the European Communities on the approximation of the laws of the Member States relating to 
electromagnetic compatibility directive 89/336/EEC, low voltage Directive 73/23/EEC and 93/68/EEC 


This declaration of conformity of the European Communities is the result of an examination carried out by 
the Quality Assurance Department of CTE International in accordance with European Standards: 
EN 60 065:1998; EN 55 014:1993; EN 55014-2:1997, EN 61 000-3-2 :1995, EN 61 000-3-3 :1995 


Reggio Emilia, 23/07/04 


CTE International srl 


A Ta Assurance Manager 
L) / — Wy erlini ai 


This document is owned by Cte International srl. It is forbiddeen to reproduce or diffuse it without the authorisation of the Quality 
Assurance Manager of CTE International srl. 


